The Commonwealth of Massachusetts 

Department of Public Health 
State Laboratory Institute 
Western Mass. Public Health Center 
181 Stockbridge Road 
(Morrill I) 

Amherst, MA 01003 

Tel. (413) 545-2601, fax (413) 545-2608 
Contact Allan Stevenson 


From the Boston area: 

Take the Mass. Pike to the Palmer exit. 

Take a right at the end of the exit ramp. 

Go to the center of Palmer and turn right onto Rte. 20 west. 

Follow Rte. 20 to Rte. 181 north, bear right onto Rte. 181. 

Rte. 181 will turn into Rte. 202 north or east in Belchertown. 

Follow Rte. 202 to Rte. 9, take a left onto Rte. 9 west. 

Stay on Rte. 9 through Amherst College. 

Turn right at lights onto South Pleasant Street toward Amherst center. 

Take a left at the third set of lights (just after Bertucci's Pizzeria). 

Go to the second set of lights and turn right onto North Pleasant Street. 

Take your first right on Infirmary Way. 

Take the first left at Clark Hill Road and this turns right onto Stockbridge 
Road. 

The Public Health Center is on the left at 181 Stockbridge Road. 

Turn left into the driveway just after the building, and turn left into the 
upper lot. 

Park in the parking place marked "State Laboratory Deliveries, PERMIT 
REQUIRED ”. We will give you a permit. 

Enter either of the inside comer doors, turn right to find room N251, if there 
is no one at the desk there is a phone to call for someone to come over, the 
number is posted. 
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